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Abstract: The overproduction of reactive oxygen and nitrogen species (ROS and RNS) 
can have deleterious effects in the cell, including structural and possible activity-altering 
modifications to proteins. Peroxynitrite is one such RNS that can result in a specific 
protein modification, nitration of tyrosine residues to form nitrotyrosine, and to date, the 
identification of nitrotyrosine sites in proteins continues to be a major analytical challenge. 
We have developed a method by which '^N-labeled nitrotyrosine groups are generated on 
peptide or protein standards using stable isotope-labeled peroxynitrite (O'^NOO"), and the 
resulting standard is mixed with representative samples in which nitrotyrosine formation 
is to be measured by mass spectrometry (MS). Nitropeptide MS/MS spectra are filtered 
using high mass accuracy Fourier transform MS (FTMS) detection of the nitrotyrosine 
immonium ion. Given that the nitropeptide pair is co-isolated for MS/MS fragmentation, 
the nitrotyrosine immonium ions (at miz = 1 8 1 or 1 82) can be used for relative quantitation 
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with negligible isotopic interference at a mass resolution of greater than 50,000 (FWHM, 
full width at half-maximum). Furthermore, the standard potentially allows for the increased 
signal of nitrotjTOsine-containing peptides, thus facilitating selection for MS/MS in a 
data-dependent mode of acquisition. We have evaluated the methodology in terms of 
nitrotyrosine site identification and relative quantitation using nitrated peptide and 
protein standards. 

Keywords: nitration; oxidative stress; immonium ion; high resolution mass spectrometry; 
liquid chromatography (LC)-MS/MS; FTMS 



1. Introduction 

Protein modifications induced by oxidative or nitrative stress have been implicated in the 
pathophysiological mechanisms underlying the progression of certain diseases [1-9]. Protein tyrosine 
nitration (PTN) is characterized by covalent addition of a nitro- group (-NO2) to the ortho-position of 
the phenolic ring of protein-bound tyrosine residues. PTN alters the physicochemical properties of the 
modified tyrosine residue and can confer changes to the local chemical environment and protein 
structure, resulting in the alteration of protein function, turnover rates, protein-protein interactions and 
cell signaling [10-12]. A major obstacle to mass spectrometric PTN identification is the sensitivity 
required to identify specific nitration sites from a proteome-wide analysis, since nitrotjTosine occurs at 
abundances ~five orders of magnitude lower than unmodified tjTosine residues [13,14]. Accordingly, 
if signal-to-noise and detection specificity can be enhanced to facilitate mass spectrometry (MS)-based 
detection of nitrotyrosine-containing peptides, nitration site identification fi-om complex biological 
matrices could be feasible using standard MS data acquisition methods, providing an alternative strategy 
that complements chemical derivatization and enrichment techniques that have been employed prior to 
MS-based analysis of low-abundance post-translational modifications (PTM), such as PTN [15-17]. 

Among the MS-based methods to facilitate protein PTM identification [18,19], precursor ion 
scanning on a triple quadrupole mass spectrometer or hybrid instrumentation with similar capabilities 
has been used to detect peptide masses that generate MS/MS fragment ions specific for a particular 
PTM [20]. One such approach entails using the PTM-modified immonium ion as a diagnostic marker 
for the PTM. Immonium ions are internal fragment ions specific to each of the twenty common amino 
acid residues that are formed by a double backbone cleavage characteristic of both y- and a-type ion 
production, resulting in the general structure, H2N* = CH-R [21,22]. Most immonium ions appear 
at low frequency; however, certain immonium ions representing histidine, isoleucine, leucine, 
phenylalanine, proline, tryptophan and tyrosine can generate stronger signals depending on MS/MS 
dissociation characteristics [22-24]. Given the stronger signal observed for the tyrosine immonium 
ion, it has been shown to be a useful marker for the detection of tjTosine-targeted modifications, such 
as phosphorylation or nitration using precursor ion scanning [20,24,25]. Some limitations of this 
approach are the potential isobaric interference of the nitrotjTOsine immonium ion by other fragment 
ions at low mass resolution and the lack of sensitivity and specificity required to detect endogenous 
tyrosine nitration sites using precursor ion scanning on a chromatographic timescale. 
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In addition to identification, relative quantitation of PTN by mass spectrometry using isotope-coded 
tags has been previously described [26,27], yet evaluation of relative quantitation methods that do not 
require chemical manipulation of the nitro- group is lacking. Given previous work that utilized the 
diagnostic immonium ion for nitrotyrosine detection, our attention was drawn to a novel stable 
isotope labeling by an amino acids in cell culture (SILAC) method for global-scale relative protein 
quantitation that used isobaric forms of amino acids for protein labeling in different groups [28]. 
MS analysis yielded peptide precursor ions at the same nominal mass; however, upon MS/MS 
fragmentation, immonium ions pairs representing the different experimental groups were separated by 
1 Da. This immonium ion splitting (ISIS) approach allowed for both sequence and quantitative data 
using the MS/MS specfra of the labeled peptides. We have developed a stable isotope-labeling and 
MS-based detection sfrategy designed to capitalize on the advantages of the previously described 
methods as a sensitive and quantitiable PTN-specitic characterization approach that uses high-resolution 
Fourier transform MS (FTMS) and MS/MS analysis. Specifically, the unique nitrotyrosine immonium 
ion can be used as a reporter ion for PTN identification, but can also be used for relative quantitation 
of nitropeptides from complex protein mixtures. Quantitation can be achieved using the ratios of the 
immonium ion peak pairs where the relative contributions from proteins reacted with peroxynitrite or 
endogenously-generated nitroproteins (immonium ion at m/z 181.0608), and standards reacted with 
synthetic heavy-labeled peroxynitrite (immonium ion at m/z 182.0578, used as an internal standard) 
result in a ratio that is relevant to nitropeptide and, ultimately, nitroprotein abundances. An advantage 
of using FTMS detection for this method includes ultrahigh mass accuracy filtering of 
nitropeptide-derived MS/MS specfra to minimize false positive identifications. Additionally, isotopic 
interference in the nifrotyrosine immonium ion mass region can be significantly minimized at a mass 
resolution greater than 50,000 (FWHM, frill width at half-maximum) in MS/MS mode, a resolution 
routinely obtainable with FTMS instrumentation, thus allowing for higher relative quantitation 
accuracy. In this report, we describe the development and assessment of this mass specfrometry-based 
method for nifrotyrosine identification and relative quantitation using peptide and protein standards 
for evaluation. 

2. Results and Discussion 

2.1. Method Overview 

The method reported here is expected to facilitate the identification and relative quantitation of PTN 
in complex protein mixtures. To initiate this process, stable isotope-labeled (heavy) O^^NOO" was 
synthesized using a syringe pump platform, as shown in Figure la and described further in Section 2.2. 
The heavy ONOO" can then be reacted with protein standards, cell lysates or tissue protein extracts 
that are representative of the sample in which nitration will be measured (i.e., biological system in 
which nitrative stress occurs). This protein mixture containing heavy-labeled nitration serves as an 
internal standard that is then spiked into the sample where endogenous nitration will be identified and 
quantified (Figure lb). Since nitropeptide pairs are differentiated by 1 Da, a standard isolation window 
for precursor ion selection can be specified for MS/MS, which is lower than the m/z 10 window 
described earlier for multiplexed MS/MS quantitation using precursors with a Am of three [29]. 
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Nitrotyrosine-containing y- or b-ion series are expected to exhibit doublet peaks with a Am of 1 Da, 
which could be quantified by a method similar to the one described by Zhang and Neubert [29], using 
ratios of MS/MS fragment ions for quantitation. Preferably, our method will quantify based on the 
ratio of peak intensities from the heavy and light nitrotyrosine immonium reporter ion pairs. 

Figure 1. (a) Experimental setup used for standard or ^^N-labeled peroxynitrite synthesis; 
and (b) the proposed workflow for nitration identification and relative quantitation using 
the stable isotope-labeled nitrated spike-in standard approach. L, light-labeled peroxynitrite; 
H, heavy-labeled peroxynitrite; PTN, protein tyrosine nitration; HCD, higher-energy 
collision-induced dissociation; HR, high resolution; AM, acciorate mass; FTMS, Fourier 
transform MS. 
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There are several advantages to using ratios of nitrotyrosine immonium ions for PTN identification 
and quantitation with FTMS detection. First, since the nitroproteome should be modest in size, manual 
screening for nitrotjo-osine immonium ion pairs is feasible through the reconstruction of ion 
chromatograms to detect MS/MS spectra containing ions within the m/z range of 181-182 at high 
resolution. Moreover, our focus is specific to a single isotope pair, negating the necessity for the 
development of a complex search algorithm to pre-qualify peak pairs for quantitation. Finally, the 
low-mass immonium reporter ions are specific to nitrotyrosine in that they neither overlap with any of 
the other twenty immonium ions, and high resolution FTMS detection minimizes overlap with other 
potential isobaric MS/MS fi-agment ions. 

2.2. Stable Isotope-Labeled Peroxynitrite Synthesis 

Employing a scaled-down version of a previously-described method [30], we synthesized 30-mL 
volumes using a syringe pump system to combine NaN02 or Na^^N02 and acidified H2O2 in order to 
produce either light or heavy ONOO" (Figure la). Due to ONOO" instability at low pH, concentrated 
NaOH was added post-reaction from a separate sjTinge. The product was collected on ice and either 
stored at -80 °C or assayed for concentration at 302 nm prior to use. 

Because our sjoinge capacity was one-third the volume of the syringes used in the large-scale 
synthesis [30], optimization steps were necessary to maximize final product yields. After several 
adjustments to reagent concentrations, tube lengths and storage buffer concentrations, we determined 
that the following parameters produced the maximum ONOO" yield: 240 mM HCl, 530 mM H2O2, 
1.27 M NaN02 or Na^^N02, a 3-cm reaction tube length and a 300-mM final NaOH storage buffer 
concentration. The syringe pump was programmed for the maximum flow rate for all reactions. 
The limiting factor for reaction yield was likely to have been syringe size, as the maximum flow rate 
for 100 mL syringes is 415.9 mL/h compared to 862.8 mL/h for 30-mL syringes and 2376 mL/h for 
140 mL-syringes. Theoretically, the system described could produce >100 mM ONOO" using 140-mL 
syringes at full-speed, which is close to previously reported yields [30]. Nevertheless, the yield 
maximum for ONOO" (24 and 22 mM for heavy and light ONOO", respectively) was expected to be 
sufficient for our purposes. To the best of our knowledge, this study represents the first instance where 
stable isotope-labeled peroxjaiitrite has been used for nitrotyrosine-specific isotope coding for 
global-scale analysis of protein nitration. 

2.3. Angiotensin I Peptide Testing 

Light or heavy synthetic ONOO" at various concentrations was reacted with 100 \iM angiotensin I 
(DRVYIHPFHL) to validate its reactivity when diluted from the stock solution containing a fairly high 
concentration of NaOH and also to determine the signal strength of the nitrotjTosine immonium ions 
from a short peptide using either collision-induced dissociation (CID) or higher-energy collision-induced 
dissociation (HCD). Peroxynitrite concenfrations >800 \\M yielded high pH values (>10) because of 
the minimal dilution of the OH" used to stabilize ONOO", thus possibly retarding its pH-dependent 
reactivity with the angiotensin I test peptide. Reactions performed at 400 |a.M or lower of ONOO" 
provided a pH range (~8) for efficient nifration to occur. 
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Angiotensin I reacted with 200 f^M of heavy ONOO" was used as an internal standard by pooHng 
with various dilutions of angiotensin I reacted with 200 \iM of light ONOO" (1:1, 0.5:1, 0.25:1). 
Figure 2a shows the high nitration efficiency obtained at this ONOO" concentration where the pooled 
heavy and light nitrated angiotensin I signal (for the 1:1 ratio) was almost the same level as 
the unmodified angiotensin I upon analysis by direct infusion (ESI, electrospray ionization) on a 
Fourier transform mass spectrometer (Orbitrap Elite™, Thermo Scientific, San Jose, CA, USA). 
The monoisotopic peak for the +3 charge state of nitrated angiotensin I was found at m/z 447.89 and 
the heavy isotope (containing - NO2 and the second isotope peak representing C fi-om "light" nitrated 
angiotensin I) at m/z 448.23 (top view in Figure 2b). The contribution of the second isotope peak from 
the light nitropeptide can be observed in the isotope simulation based on the elemental composition of 
nitrated (light) angiotensin I alone (bottom view in Figure 2b). A mass resolution of >400,000 
(FWHM) at m/z 448 would be required to separate the heavy monoisotopic peak from the second 
isotope ('^C) peak of the light peptide, as shown in Figure 2c, indicating that relative quantitation in 
full-scan MS could be performed post-sequence identification to determine the elemental composition 
and corresponding contribution of the second isotope peak from the light nitropeptide prior to ratio 
calculation, if lower mass resolution instruments are employed. Alternatively, ultrahigh mass 
resolution detection of nitrated peptide pairs would facilitate relative quantitation in full MS scans, as 
recently demonstrated by the neutron-encoded SILAC approach in which multiplexed relative 
quantitation is performed on peptide peaks with small mass differences (mDa range) [31]; however, 
current commercial instruments are just below the mass resolution needed for the method reported here 
without compromising data acquisition speeds for high-throughput MS/MS-based peptide sequencing. 
Full-scan MS quantitation would also depend on the magnitude of natural '^N interference, which is 
generally low, but is specific to the peptide sequence. 

MS/MS analysis using either HCD or CID was performed on pooled samples containing various 
ratios of light:heavy nitrated angiotensin I. The MS/MS spectrum of the light and heavy nitropeptide 
pair (1:1 ratio) co-isolated for HCD fragmentation is shown in Figure 3 a. Using HCD in the hybrid 
Orbitrap instrument employed in this study, quadrupole-like fi-agmentation (22-30 eV) was obtained, 
allowing for enhanced production of the nitrotyrosine immonium ions. Based on the HCD analysis of 
the +2 and +3 charge states of angiotensin I, the higher charge state also allowed for enhanced 
production of the nitrotyrosine immonium ions. HCD was also preferred over CID given the issue 
associated with limited low mass ion detection (low mass cutoff (LMCO) of 28% precursor mass at 
qz = 0.25) when carrying out CID MS/MS fragmentation in the linear ion trap prior to ion transmission 
to the Orbitrap for high resolution fragment ion detection. The value can be manually adjusted from 
the default value of 0.25 in order to modify the LMCO; however, this option was not pursued in this 
study. The nitrotyrosine immonium ions derived from light:heavy nitrated angiotensin I allowed for 
relative quantitation of the nitropeptide (Figure 3b-d) and calculation of accurate ratio values after 
normalization. The ratio range used reflects that anticipated for samples obtained trom biological 
systems of nitrative stress where the heavy nitrated internal standard will presumably be at a higher 
level as a result of in vitro peroxjoiitrite reactions. Additionally, the internal standard will be spiked in 
at the same concentration across multiple samples in order to normalize during the relative quantitation 
procedure [i.e., (nitropeptide Condition 1 /internal standard)/(nitropeptide Condition 2/intemal 



Int. J. Mol. Sci. 2014, 15 



6271 



standard)]. The normalized ratio values reported here used the ratio value calculated for the 1:1 ratio as the 
reference point for normalization [(nitropeptide Condition 2/intemal standard) in the previous equation]. 

Figure 2. (a) Full-scan FTMS (Fourier transform mass spectrum) of a 1:1 mixture of 
light:heavy nitrated angiotensin I, DRVYIHPFHL; (b) Expanded region at m/z 448 
showing the isotope cluster containing a 1 : 1 mixture of light:heavy nitrated angiotensin I 
(top) and an isotope simulation of nitrated (light only) angiotensin (bottom); 
and (c) separation of the heavy (^^N) nitrated angiotensin I peak from the second isotope 
peak of light nitrated angiotensin I at three different mass resolution values in a full scan 
mass spectrum. The "i?" value indicates the resolution of the acquisition. 
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Figure 2, Cont. 
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Figure 3. (a) Higher-energy collision-induced dissociation (HCD) MS/MS spectrum of 
nitrated angiotensin 1(1:1 (light:heavy) mixture); peak intensities were magnified 8-fold in 
this miz range; (b) Nitrotyrosine immonium ions from the 1:1 (light:heavy); (c) 0.5:1 and 
(d) 0.25:1 mixture {AI = absolute intensity); (e) Expanded region at mIz 182 from the 1:1 
mixture (top panel) and isotope simulation of the light nitrotyrosine immonium ion 
expanded at mIz 182 showing that the mass resolution used in the FTMS analysis can 
separate this isotopic interference from the naturally occurring '^C isotope in the second 
peak of the unlabeled 3NT immonium ion (bottom panel); and (f) Isotope simulation of 
the light nitrotyrosine immonium ion focusing on isotope peaks at mIz 182. Separation of 
isotope interference occurs at mass resolution values >50,000. * indicates fragment ions 
that contain the nitrotyrosine modification. The "i?" value indicates the resolution of 
the acquisition. 
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Figure 3, Cont. 
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High mass resolution detection is required to minimize isotopic interference that arises from the 
second isotope (^^C) peak of the Ught nitrotyrosine immonium ion with the heavy (^^N) nitrotyrosine 
peak. Figure 3e (top view) is an expansion of this region at m/z 182 showing the accurate mass 
detection of the heavy nitrotyrosine immonium ion peak (from 1 : 1 ratio in Figure 3b) with sufficient 
separation from the second isotope peak of the light nitrotyrosine immonium ion at the maximum mass 
resolution setting of the FT mass spectrometer used in this analysis (240,000 at m/z 400 corresponding 
to 748 ms transient acquisition). The bottom view is an isotope simulation based on the elemental 
composition of the light nitrotyrosine immonium ion showing the relative amount of the second 
isotope peak at m/z 182 within the isotope cluster. It is important to note that there is some '^N 
contribution to the heavy nitrotyrosine immonium peak from the unlabeled nitrotyrosine immonium; 
however, this amount is small (<1% of the monoisotopic peak height of the light nitrotyrosine 
immonium ion) and can be considered negligible given the error associated with the ratio measurement 
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(reported in Section 2.4 and Table 1). The mass resolution setting employed for MS/MS analysis of 
nitrated angiotensin I was ample in terms of minimizing isotopic interference at m/z 1 82, but the mass 
resolution of >50,000 was considered sufficient, as determined by isotope simulations at various mass 
resolution values (Figure 3f). 

2.4. Protein Standard Testing 

A protein standard, bovine serum albumin (BSA), was reacted with 200 |j,M light or heavy ONOO", 
and relative quantitation of the nitration sites was evaluated by determining the ratio of nitrotyrosine 
immonium ions detected from differential dilutions of light ONOO~-treated BSA combined with heavy 
ONOO~-treated BSA that was used as an internal standard. The ratios generated were 1:1, 0.25:1 
and 0.10:1 (light:heavy nitro-BSA) and added to a more complex matrix, a cell lysate digest of 
immortalized rat microglia recently characterized by our lab [32,33]. Mass spectrometric data files 
were searched against the Uniprot rat database and a second database consisting of known 
contaminants including BSA using MaxQuant (Max Planck Institute of Biochemistry, Martinsried, 
Germany) [34]. Additionally, manual accurate mass reconstruction of ion chromatograms to identify 
MS/MS spectra containing the heavy nitrotyrosine immonium ion was used to confirm database search 
results, but also to detect other potential nitrotjTosine sites not identified by MaxQuant. Database 
searching using MaxQuant identified 1121 unique protein groups (excluding decoy sequences) across 
all raw data files. Several peptides from BSA were identified, which included one nitropeptide, 
Y*ICDNQDTISSK (m/z 745.3), from the 0.25:1 mixture. For nitropeptides in which nitrotyrosine is 
the A^-terminal residue, the ai ion is formed, giving rise to the same m/z value as the internal 
immonium ion. To be inclusive, we refer to the fragment ions at m/z 181 or 182 as nitrotyrosine 
reporter ions in the subsequent sections of this report. 

The benefit of high mass accuracy and resolution FTMS detection is demonstrated in Figure 4. 
For example, Figure 4b is a reconstructed ion chromatogram profile showing MS/MS spectra with a 
signal derived from m/z 182 within a mass window of ±1 Da. The profile obtained is similar to that of 
the base peak ion chromatogram of the cell lysate digest (Figure 4a), indicating that lower mass 
resolution instruments are limited in terms of specificity for nitropeptide detection. Upon accurate 
mass reconstruction in which the mass window for detection was decreased to ±0.001 Da, the 
complexity of the chromatogram was significantly reduced, where two major peaks at 46 and 69 min 
(high-performance liquid chromatography (HPLC) retention time) were observed, as shown in Figure 4c. 
These two major peaks correspond to two unique nitropeptides detected from BSA. One of the 
nifropeptides was identified previously by database searching (Y*ICDNQDTISSK is the peak at 
45^8 min range), while the other was identified by de novo sequencing using the MS/MS spectrum at 
69 min. The sequence of the second peptide was determined to be Y*LYEIAR (m/z 487.2) and was 
reproducibly identified across all samples after filtering MS/MS spectra based on the requirement of 
high mass accuracy detection of the heavy nitrotyrosine reporter ion. It is unclear why this particular 
nitropeptide was not identified by MaxQuant; however, this result provides some evidence to support 
the use of multiple search algorithms to enhance peptide identifications. This nitrated peptide has also 
been identified in other studies where similar modification site selectivity has been observed [15,20]. 
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Our group has further described the influence of local chemical environment on tyrosine 
nitration selectivity [35]. 

Figure 4. (a) Base peak ion chromatogram obtained from liquid chromatography 
(LC)-MS/MS analysis of a microglial cell lysate digest with nitro-BSA mixture (0.25:1 
(light: heavy)) added; (b) Reconstructed ion chromatogram showing MS/MS spectra that 
contain the m/z 182 peak with a detection mass tolerance of ±1.0 Da {m/z 181.0-183.0); 
and (c) Reconstructed ion chromatogram showing MS/MS spectra with high mass accuracy 
detection of the m/z 182 peak (m/z 182.056-182.058). 



100 
80 
60 
40 
20 

0) 
o 

re 100 
■D 

= 80 \ 
■B 60 

0) 40 
> 

-+s 20 
re 

(U 

100 
80 \ 
60 
40 
20 



78.54 



(a) 



58.99 



67.29 



83.9491.66 



101.52 



114.46 127.14 



(b) 




140.55 



126.19 



(c) 



69.42 



46.09 



0 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 



Time (min) 



In addition to nitropeptide identification, relative quantitation of nitropeptide amounts from the 
different ratio mixtures was successflil within the ratio range evaluated. The MS/MS spectra of 
Y*LYEIAR and Y*ICDNQDTISSK from the 0.25:1 ratio samples and fragmented by HCD are shown 
in Figure 5a,b, respectively. Based on previously described guidelines for nitrotyrosine identification 
by MS/MS [36], the nitropeptide, Y*LYEIAR, was confirmed successfully. The HCD spectrum of 
Y^ICDNQDTISSK was complicated by the co-isolation of a more abundant isobaric singly charged 
species at that particular chromatographic time point. Consequently, masses lower than m/z 745 that 
could not be annotated were assumed to be associated with this isobaric interference. Nevertheless, 
high mass accuracy FTMS detection of the precursor ion, higher mass fragment ions (containing 
consecutive y-ion series) and the nitrotyrosine reporter ion pair in addition to database search 
identification through a CID MS/MS spectrum at an earlier time point (Figure 5c) allowed for 
confident identification of this nitropeptide. Upon closer inspection of the nitrotyrosine reporter ion 
region, the experimentally-derived ratios (intensity of m/z 181/intensity of m/z 182), as shown in the 
insets of Figure 5a,b, are close to the expected value of 0.25. However, given that this technique wiU 
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be used as shown in Figure lb, the ratios were normalized to the internal standard, which is determined 
by the heavy nitropeptide reporter ion signal. As mentioned previously, the BSA nitropeptide, 
Y*LYEIAR, was consistently identified across all samples, allowing for relative quantitation of this 
nitropeptide in each ratio mixture. In this case, the normalized ratio accurately reflected the change 
expected from decreasing the light nitro-BSA amount, as shown in Table 1 . 

Table 1. Relative quantitation of the bovine serum albumin (BSA) nitropeptide, 
Y*LYEIAR (m/z 487.2), identified from the microglial cell lysate digest background 
matrix. Ratio values are presented as the mean ± SD (indicating scan-to-scan variability). 
Individual technical replicates (n = 3) of the 0.25:1 ratio samples are shown as (a), (b) 
and (c). 
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0.69 ± 0.02 


1 ± 0.04 
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0.20 ± 0.04 


0.28 ±0.06 


0.25:1 (b) 


0.16 ±0.01 


0.23 ± 0.02 


0.25:1 (c) 


0.17± 0.01 


0.24 ± 0.02 


0.10:1 


0.066 ± 0.004 


0.094 ±0.007 



Figure 5. (a) HCD MS/MS spectrum of m/z 487.2 (+2 charge state), the nitropeptide, 
Y^LYEIAR, from BSA; (b) HCD MS/MS spectrum of m/z 745.5 (+2 charge state), 
the nitropeptide, Y*IC*DNQDTISSK, from BSA. Insets in both spectra show the 
expanded region containing the light and heavy nitrotyrosine reporter ion pair; and 
(c) Collision-induced dissociation CID MS/MS spectrum of m/z 745.5 used in the 
identification of Y*IC*DNQDTISSK by MaxQuant. * and * indicate nitration and 
carbamidomethylation, respectively. 
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Figure 5, Cont. 
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2.5. Method Evaluation Summary: Implications in Global-Scale Nitration Analysis 

Given the small mass difference (1 Da) generated for the nitropeptide pairs, ultrahigh mass 
resolution detection in full scan mode would be required to minimize isotopic interference from the 
unlabeled peptide's second ('^C) isotope peak for quantitation. As hybrid FTMS technology continues 
to improve, we anticipate that full scan mass spectrum-based quantitation could be possible for this 
technique without significantly limiting peptide identification by parallel MS/MS spectra acquisition, 
as recently demonstrated in the NeuCode SILAC method [37]. MS/MS analysis, however, does allow 
for co-isolation of the nitropeptide pair followed by relative quantitation of the nitrotyrosine reporter 
ions at a mass resolution that is feasible for high-throughput peptide sequencing using LC-MS/MS on 
the current FT mass spectrometer used in this study. Additionally, there is negligible interference by 
the ^^N peak of the unlabeled nitrotyrosine reporter ion based on the elemental composition of this 
low-mass ion, which might not be the case for fiiU scan MS-based quantitation. It is important to note 
that in addition to the nitrotyrosine reporter ion pair, fragment ion distribution will also change 
depending on the location of the nitrotyrosine residue within the peptide sequence, which needs to be 
considered for database searching or de novo sequencing purposes. Although uncommon, peptide 
sequences with multiple nitrotyrosine residues would require adequate fragment ion coverage to 
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perform relative quantitation of nitration at a site-specific level. In our experience, CID-based 
fragmentation does not show a neufral loss or possible scrambling of the NO2 group [35,36], yet these 
events should perhaps be considered during data analysis, particularly when HCD/CID parameters 
have been modified considerably or other dissociation methods are utilized. Extensive characterization 
of nifropeptide fragmentation by various dissociation methods has been previously reported by other 
labs [38^0]. Alternatively, multiply nifrated peptides or other nifropeptides that are detected, yet for 
which relative quantitation is not accomplished, could be used for further targeted validation using 
complementary approaches (e.g., triple quadrupole MS analysis). Although the method described here 
is designed for relative quantitation of nitration, absolute quantitation could be performed using initial 
nitrotyrosine reporter ion results as a guide for targeted quantitative analysis with techniques such as 
stable-isotope dilution mass spectrometry. 

Stable isotope-labeled (^^O-labeled) peroxide could be used in peroxynitrite synthesis (Figure la) to 
generate a greater mass difference for the peptide pair; however, we were concerned about the isotopic 
purity of the final product and also that the residual peroxide that remains could generate other labeled 
(oxygen-based) modifications that would confound data analysis. Nevertheless, there is a major 
anticipated benefit of the small mass difference for global-scale nitration analysis in that the stable 
isotope-labeled nitrated spike-in standard would potentially increase the overall signal of the second 

13 

isotope ( C) peak of endogenously nitrated peptides, allowing for data-dependent co-isolation and 
fragmentation of both species. This advantage would be particularly useful for nitropeptide detection, 
given that these species are at low-abundance and typically buried within the spectral noise level. 
Assuming similar chemical selectivity in vitro for the nifrated spike-in standard, this approach could 
minimize and/or complement the use of enrichment or other sample preparation steps prior to MS 
analysis. Based on the reported success at the peptide and protein standard level, future work will focus 
on implementation of this approach to assess changes in nifrative sfress of relevant biological systems. 

3. Experimental Section 

3.1. Peroxynitrite Synthesis 

The following items were obtained to build a custom syringe pump-driven chemical synthesis 
system for standard and stable isotope-labeled peroxynitrite. A NE-1600 six-sjTinge pump capable of 
sjTinge size-dependent infusion rates from 0.452 [iL/h to 1451 mL/h was purchased from New Era 
Pump Systems (Farmingdale, NY, USA). Monoject plastic syringes with Luer tips, a pol5^ropylene 
Luer connector kit, 3.2 mm inside diameter (ID)/4.8 mm OD Tygon R-3603 tubing (for reagents and 
NaOH) and 2.4 mm ID/4.0 mm OD Tygon R-3603 tubing (reaction tube) were obtained from Harvard 
Apparatus (HoUiston, MA, USA). 

Isotope-labeled and unlabeled peroxynitrite were synthesized from either "heavy" '^N-sodium 
nitrite (Icon isotopes. Summit, NJ, USA) and "light" '"^N-sodium nitrite, respectively, by reaction with 
acidified hydrogen peroxide (H2O2) using a modified version of a previously described method [30]. 
Briefiy, -NO2 or -^^N02 and H2O2 were delivered to a "T"-junction at a static flow-rate using the 
six-syringe pump. Volumes of reagents and reaction times were confroUed by pump speed, syringe 
size, tube lengths and tubing inside diameters (IDs). 
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Reactions were immediately quenched by downstream infusion of 1 M NaOH to a final 
concentration of 0.3 M (pH 13). Products were collected on ice prior to spectrophotometric 
concentration assay at the absorbance maximum for ONOO" of 302 nm [41] using a NanoDrop 1000 
(Thermo Fisher Scientific, Rockford, IL, USA). The stock solutions were distributed into one-milliliter 
aliquots and immediately stored at -80 °C to minimize degradation. Assay results were followed by 
manipulations of reagent concentrations and the reaction tube length to optimize product yields. 
Sjo-inge size (10 mL) was static, and pump speed was maintained at the maximum flow-rate of 
415.9 mL/h for 10-mL sjringes. The configuration for this syringe pump system is shown in Figure la. 

3.2. Stable Isotope Labeling Using Synthetic Peroxynitrite 

3.2.1. Peptide Standard Reactions 

Angiotensin I (Bachem, Torrance, CA, USA) was diluted to 100 \\M in PBS and reacted with 
200 |xM heavy or light ONOO" for 15 min at 37 °C. Reactions were quenched by the addition of 
formic acid to a final composition of 5%. In a total volume of 100 |j,L, light and heavy angiotensin I 
nitration reactions were combined to generate mixtures of 1:1, 0.5:1 and 0.25:1 ratios of light:heavy 
nitro-angiotensin I. All dilutions were desalted in C18 SPE columns (The Nest Group, Southborough, 
MA, USA) and eluted in 90:10 acetonitrile:HPLC-grade water (0.1% formic acid). Desalted samples 
were concentrated under vacuum at 50 °C until dried out completely. Light and heavy nitrated 
angiotensin I mixtures were resuspended to 100 f^M total angiotensin I (assuming 100% recovery) in 
HPLC-grade 0.1 %> formic acid in water. 

3.2.2. Protein Standard Reactions 

Ten milligrams of lyophilized BSA (Thermo Fisher Scientific) were resuspended in 10 mL of PBS. 
Separate reactions with 500 |j,L of 1 |J.g/|aL BSA were carried out with either 200 |j,M heavy or light 
ONOO". The pH was measured following the addition of the ONOO", which resulted in a final pH of 
~8 for both reactions. Reactions were incubated for 15 min at 37 °C. Reactions were then quenched by 
the addition of formic acid to a final composition of 5%. Nitration reactions were confirmed by 
running the BSA samples fi-om each reaction on an 8%-16% SDS-PAGE gel (Thermo Fisher 
Scientific) followed by western analysis with an anti-nitrotyrosine antibody (#321900, Invitrogen, 
Frederick, MD, USA). Reactions were digested in-solution overnight with trypsin after protein 
alkylation (cysteine carbamidomethylation) in 6 M urea at room temperature (RT) followed by 
desalting of the samples using CI 8 SPE columns (The Nest Group). Samples were concentrated under 
vacuum at 50 °C until dried out completely. Digested nitro-BSA samples were then resuspended to a final 
concentration of 1 \i§J\\L in HPLC-grade water (0. 1% formic acid). 

Fifty microliters of the heavy ONOO"-treated BSA were combined with an equal volume of the 
light ONOO"-treated BSA to produce a 1:1 ratio with a heavy concentration at ~7.5 [xM. Light 
ONOO"-treated BSA was separately diluted two-, four- and ten-fold in a total volume of 50 |a,L. Each 
dilution was combined with 50 |iL of the heavy ONOO"-treated BSA reaction to produce three ratios 
of heavy:light (1:1, 0.25:1, 0.10:1) with the concentration of the heavy ONOO"-treated BSA remaining 
constant in all samples at ~7.5 |xM. 
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Rat highly aggressive proliferating (HAPI) cells were grown to 95% confluency in DMEM media 
supplemented with 1 x penicillin-streptomycin-glutamine and 5% fetal bovine serum. After reaching 
confluency, cells were washed twice and scraped in ice-cold PBS. Cells were pelleted by 
centrifugation for 5 min at 500x g and then resuspended in 250 |xL of 125 mM Tris-HCl, 125 mM 
dithiothreitol, pH 7.6. Following resuspension, 30% w/v sodium dodecyl sulfate (SDS) was added to a 
final concentration of 100 Tris-HCl, 4% w/v SDS, pH 7.6 with 100 mM dithiothreitol (DTT). Cells 
were lysed by heating for 5 min at 95 °C and then sonicated. Remaining cellular debris was removed 
by centrifugation at 16,000x g for 5 min, and the supernatant was collected for digest. The protein 
concentration of the lysate was determined using the Pierce 660 nm Protein Assay with the addition of 
Ionic Detergent Compatibility Reagent (Thermo Fisher Scientific). Approximately 350 \ig of lysate 
were digested with trypsin on Microcon-30 centrifugal filters (Merck Millipore Ltd., Darmstadt, 
Germany) using the filter-aided sample preparation (FASP) method [42]. Following digestion, the 
HAPI cell lysate was desalted, concentrated and resuspended at 1 |J,g/|xL in HPLC O.P/o formic acid in 
water. Different dilutions of the heavy:light ONOO -treated BSA were spiked into the HAPI cell 
lysate digest by adding 7.7 |j,L into 50 |j,L of the cell lysate suspension to a final concentration of 
1 mg/mL cell lysate and 1 pmol/|a,L of the heavy ONOO~-treated BSA. 

3.3. Liquid Chromatography and Fourier Transform Mass Spectrometry (FTMS) Analyses 

3.3.1. Direct Infusion Electrospray Ionization (ESI)-FTMS 

Full scans of pooled heavy and light ONOO~-treated angiotensin I at different ratios were set to 
analyze from miz 400-800. Samples were delivered via a syringe pump at 3 f^L/min in 30%) 
acetonitrile, 70% water with 0.1% formic acid. MS/MS spectra were acquired on the doubly and triply 
charged nitrated angiotensin I peptide using either CID or HCD on a hybrid linear ion trap-Fourier 
transform instrument (Orbitrap Elite™, Thermo Scientific). The mass resolution for the MS and 
MS/MS modes of acquisition was 240,000 at mIz 400. Normalized CID energy was set to 35%. 
Normalized HCD collision energy ranged stepwise from 15% to 50% (11-38 eV) to optimize 
immonium ion production, while maintaining an adequate fragment ion signal across the full mIz range 
of the MS/MS specfra. 

3.3.2. Liquid Chromatography (LC)-MS/MS Analysis of a Microglial Cell Lysate with Nitrated 
Bovine Serum Albumin (BSA) Spike-In 

Five microliter injections of the heavy and light ONOO~-freated BSA digests spiked into a 
microglial cell lysate were separated by reversed-phase HPLC using an EASY-nLC 1000 (Thermo 
Fisher Scientific) equipped with an EASY-Spray™ 25 cm x 75 jxm ID, Cig column (2-|a.m particle 
size). Peptides were initially frapped on a 2 cm x 75 jxm ID, Acclaim® PepMap™ Cig (2-|a,m particle 
size) trap column (Thermo Fisher Scientific) loaded in constant pressure mode. The mobile phase 
flow-rate was 350 nL/min and followed a linear gradient of 2%-25% mobile Phase B over 
180 min (mobile Phase A was 0.1% formic acid in water, and B was 0.1% formic acid in acetonitrile) 
followed by a gradient of 25%-9%% mobile Phase B over thirty minutes and holding at 98%) mobile 
Phase B for 30 min to cover gradient delay. 
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A data-dependent acquisition method was used to analyze the nitro-BSA spike-in cell lysate digests 
where full survey scans were acquired from m/z 400-2000 at 240,000 mass resolution (at m/z 400). 
MS/MS specfra were acquired at 120,000 mass resolution on the top three most abundant ions with an 
isolation width of 5 using HCD (for MS/MS Scans 1 and 2) and CID (for MS/MS Scan 3). Dynamic 
exclusion was set for 30 s after one repeat count with a 500 exclusion list size. The extended isolation 
width was implemented to ensure co-isolation of precursor ions containing heavy or light nifrotjTOsine. 
The resulting MS/MS spectra contained differential nitrotja-osine reporter ion peaks separated by 1 Da 
that were indicative of the relative amount of heavy or light nifropeptide. 

Raw files were processed in MaxQuant 1.4.3 employing the Andromeda search algorithm using the 
Uniprot KB reference database for Rattus norvegicus [43]. A second database of known contaminants 
(that included BSA) provided with the MaxQuant suite was also employed. Constant modification of 
carbamidomethylation of cysteine and variable modifications of oxidized methionine, as well as light 
and heavy nitration of tyrosine were implemented in the search. A false discovery rate of 1% was used 
at both the peptide and protein level. 

4. Conclusions 

Stable isotope-labeled (^^N) peroxynifrite was successfully synthesized to generate nifrated spike-in 
standards that were used to facilitate nitrotyrosine site identification and relative quantitation in a 
complex biological matrix. Based on the evaluation of nitrated peptide and protein standards reported 
here, we envision several applications for global-scale analysis of PTN using this approach. As an 
example, for in vitro applications, peroxynitrite (or other nitrating reagents) concentration or reaction 
time dependency can be assessed for multiple nitration targets in a complex protein mixture. For 
characterization of in vivo nitrative stress, relative quantitation is possible if appropriate ^^N-labeled 
peroxynitrite concentrations are used and similar chemical selectivity is observed for the spike-in 
nitrated standard when compared to endogenous PTN. More importantly, the heavy nitrotyrosine 
reporter ion can be used as a diagnostic marker for the identification of endogenous nitration sites that 
can then be selected for further targeted validation if necessary. Future studies aim to use this approach 
to identify and quantify nitrotjTosine formation in various biological model systems of nifrative sfress. 
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